LIFT     INSURANCE                                      157

arising out of fire lightning explosion Hood earthquake or
extraneous cause;

(2)   damage or liability caused by or arising out of strike lock-
out riot or civil commotion;

(3)   damage or liability arising while any Machine other than
a Machine controlled by a push button device is to the
knowledge of the Insured being operated by an atten-
dant under 15 years of age or if on the occasion of the
accident the load carried is in excess of that specified in
the Schedule;

(4)   damage or liability caused by or arising out of wilful neg-
ligence of the Insured;

(5)   liability assumed by the Insured by agreement unless such
liability would have attached to the Insured notwithstand-
ing such agreement;

(6)   any consequence of war invasion act of foreign enemy
hostilities  (whether war be declared or not) civil war
rebellion revolution insurrection or military or usurped
power.

The general exceptions apply, apart from (5), to both the
breakdown and third party sections of the cover. It is no
part of breakdown cover to make provision for the insur-
ance of the risk of fire damage to the lifts. They would
normally be covered under the fire policy on the building
containing them as part of the building or, if movable
hoists, they could be covered under a specific item in a fire
policy. Moreover, while there is a general exclusion of
damage to property caused by fire, including the property
of third parties, there is no corresponding exclusion of
bodily injuries so caused.

The exclusion of damage or liability from extraneous
cause is difficult to define, but may be taken as intending
to exclude claims from risks outside the lift itself, e.g., sub-
sidence or collapse of the building.

DEFINITIONS

Machine

" Machine " shall mean all parts of a lift or hoist proper up
to and including when actuated by

(i) electrical power, the main switch or circuit breaker situ-
ated adjacent to the motor or motor generator;